FIRESTONE 


VINEYARD 


Santa Barbara County, California 
Rosé of Cabernet Sauvignon 


From 100% Cabernet Sauvignon Grapes 
Produced and Bottled by The Firestone Vineyard 
Los Olivos, California, U.S.A.- Bonded Winery No.4720 

Alcohol 12.5% By Volume 


